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By Authority Of 

THE UNITED STATES OF AMERICA 

Legally Binding Document 



By the Authority Vested By Part 5 of the United States Code § 552(a) and 
Part 1 of the Code of Regulations § 51 the attached document has been duly 
INCORPORATED BY REFERENCE and shall be considered legally 
binding upon all citizens and residents of the United States of America. 
HEED THIS NOTICE : Criminal penalties may apply for noncompliance. 




Document Name: CI H50155: Pressure Relief Device for Chlorine Service 



CFR Section(s) : 49 CFR 173.31 5(i)( 1 3) 



Standards Body: Chlorine Institute 
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1/32 
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1-23/32 
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.025 
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-6-J-DIA. BOLT CIRCLE 



t—B 



-PARTS BELOW DIAPHRAGM 
MUST BE FREE FROM OIL 





STYLE N/2 M 225 




ITEM 


NAME OF PART 


MATERIAL 


PART NO. 


NOTES 




1 


CAP 


316 SST 


143368 


6 




2 


DIAPHRAGM-4 UPPER) 


3% ANTIMONY LEAD 


32333 






3 


ADJUSTING BOLT 


MONEL 


39764 






4 


SPRING-tCOLORED RED) 


CARBON STEEL 




1 


* 


5 


Spindle 


STEEL 


32335 


1 


31 


BALL 


W:!:Vii«l!V:J.: a :i«HEM=W^ 


1 




6 


LOCK NUT 


MONEL 


32315 






7 


DISC GUIDE 


INOONEL 600 


143369 


1.6 




8 


CASING 


4* SEAMLESS 304 SST 
PIPE SCH.40 


143370 


6 




9 


SPRING WASHER (BOTTOM! STEELt CAQPLATED) 


32318 




1 


10 


DISC BUSHING 


SST 


36324 




1 


II 


DISC 


MONEL 


76952 






12 


PIN 


SST 


75946 






13 


COLLAR 


MONEL 


76953 






14 


ADJUSTING RING 


MALLEABLE IRON 


32327 


1.3 




15 


LOCK PIN 


MONEL 


39763 






16 


NOZZLE 


"K" MONEL 


76954 


3 




17 


O-RING (SIZE 2-225) 


VITON E . 


76246 






18 


BASE WASHER 


3%ANTtM0NY LEAD 


32324 






19 


SAFETY MECHANISM 
WASHER 


ASBESTOS 
HH-P-46E 


32468 


5 




20 


BASE 


STEEL 


32323 


1 




21 


UOCKSCREW* 1/4-28 ALLEN 
HEAD SCREW 1/2 LONG 


HARDENED STEEL 


32326 






2* 


SPRING WASHER (TOP ) 


steeUcAqplated) 


39762 






32 


O-RING (SIZE 2-124) 


VITON E 


75546 






BREAKING PIN ft HOUSING DETAILS 




22 


YOKE 


STEEL 


48886 






23 


BREAKING PIN 
(COLORED BLUE) 


ASTM B-140 CU 
ALLOY # 316 


143371 


6 




24 


PLUNGER WITH COLUMNS 


TYPE 304 SST 


69387 






& 


SPANNER NUT 


MONEL 


48889 






26 


CUP 


WIRE 


48890 






28 


HOUSING 


INC0NEL600 


143373 


6 




29 


FOLLOWER 


MONEL 


48892 






30 


DIAPHRAGM (LOWER) 


3%ANTIM0NY LEAD 


143375 


6 





STYLE hl/2 JQ 375 




ITEM 


NAME OF PART 


MATERIAL 


PART NO. 


NOTES 




1 


CAP 


316 SST 


143363 


6 




2 


DIAPHRAGM4UPPER) 


3% ANTIMONY LEAD 


32333 






3 


ADJUSTING BOLT 


MONEL 


65883 






4 


SPRING -(COtORED YELLOW) 


CARBON STEEL 


tSSKocn 1 


♦ 


5 


SPINDLE 


STEEL 


32335 


1 


31 


BALL 


CARB.STUHORCENED) 


*$$tt 


1 




6 


LOCK NUT 


MONEL 


32315 






7 


DISC GUIDE 


NCONEL 600 


143369 


1.6 




8 


CASING 


4" SEAMLESS 304 SST 
PIPE SCM.40 


143370 


6 




9 


SPRING WASHER(B0TTOM)STEEL(CAQPLA7ED) 


32318 




{ 


10 


DISC BUSHING 


SST 


36324 




II 


DISC 


MONEL 


76952 






12 


PIN 


SST 


75946 






13 


COLLAR 


MONEL 


76953 






14 


ADJUSTING RING 


MALLEABLE IRON 


32327 


1.3 




15 


LOCK PIN 


MONEL 


39763 






16 


NOZZLE 


"K" MONEL 


76954 


3 




17 


O-RING (SIZE 2-225) 


VITON E 


76246 






18 


BASE WASHER 


3%ANTIM0NY LEAD 


3232-! 






19 


SAFETY MECHANISM 
WASHER 


ASBESTOS 
HH-P-46E 


32468 


5 




20 


BASE 


STEEL 


32323 


1 




21 


LOCKSCREW* 1/4-28 ALLEN 
HEAD SCREW 1/2 LONG 


HARDENED STEEL 


32326 






W 


SPRING WASHER TOP 


STEEL CAQ PLATED 


39762 




32 


O-RING (SIZE 2-124) 


VITON E 


75545 J 




BREAKING PIN ft HOUSING DETAILS 




22 


YOKE 


STEEL 


66199 






23 


BREAKING PIN 
{COLORED GREEN) 


ASTM B- 140 CU 
ALLOY # 316 


143372 


6 




24 


PLUNGER WITH COLUMNS 


TYPE 304 SST 


69387 






25 


SPANNER NUT 


MONEL 


48889 






26 


CUP 


WIRE 


68197 






28 


HOUSING 


INCONEL 600 


143374 


6 




29 


FOLLOWER 


MONEL 


48892 






30 


DIAPHPA3M < LOWER ) 


3%ANT!M0NY LEAD 


143375 


6 



• FURNISHED AS SUB* ASSEMBLY ONLY 



• FURNISHED AS SUB- ASSEMBLY ONLY 



NOTES- GENERAL 

L THESE PARTS ARE PARKERIZED AND VARNISHED 
WITH GLYPTOL EXCEPT ON THREADS AND SUDING 
SURFACES 

2. UNDER AAR. REGULATIONS - NO DEVIATION FROM 
NOTES A AND B IS AUTHORIZED* 

3. SEE "MAINTENANCE INSTRUCTIONS FOR CHLORINE 
INSTITUTE STANDARD PRESSURE RELIEF DEVICES, TYPE 
1-1/2 JQ" (CI. PAMPHLET 39) FOR INSTRUCTIONS 
CONCERNING HANDLING .TESTING , INSTALLING , ECT. 

4. THIS DEVICE WAS DESIGNED IN COOPERATION WITH 
THE CHLORINE INSTITUTE INC. 

5. ALTERNATE MATERIAL- VITON E OR TEFLON 

(VITON E ft TEFLON ARE REGISTERED TRADEMARKS 
OF THE E.I. duPONT deNEMOURS ft COMPANY) 
6- ITEMS liZ*8 AND 28 SUPPLIED PRI0RTO0I-JAN-97 
TO PREVIOUS MATERIAL SPECIFICATIONS MAY BE 
USED THROUGH USEFUL LIFE. ITEMS 23 AND 30 
MUST BE AS THE SPECIFIED PART NO. 



NOTES- JQ 225 

A BREAKING PIN DEVICE IS DESIGNED FOR 

PIN ( ITEM 23 ) TO BREAK AT 225 PSIG. 
a SET PRESSURE (SPRING SETTING) OF PRESSURE REUEF 

VALVE ITSELF IS 213 PSIG. FULL UFT IS 

REALIZED AT 225 PSIG. 
C THIS DEVICE IS FOR USE ON CHLORINE TANK 

CARS ONLY AT 225 PS! PRESSURE 



NOTES- JQ 375 

A. BREAKING PIN DEVICE IS DESIGNED FOR 
PIN (ITEM 23) TO BREAK AT 375 PSIG. 

a SET PRESSURE (SPRING SETTING) OF PRESSURE RELIEF 
V^-VE ITSELF IS 360 PSIG. FULL LIFT IS 
REALIZED AT 375 PSIG 

C IH2 Z S snCE ,S *<* us ^ ON CHLORINE TANK 

CARS ONLY AT 375 PSI PRESSURE 
D. SPRING IS COATED WITH XYLAN CORROSION 

RESISTANT COATING 



CROSBY CUST., 

ORDER NO. _ 
CROSBY F.O. 



PREPARED BY JS 4-3-89 
CHECKED BY fiEF ±-±-39 



APPD.£SAczzf- +4~-8? 



ELASTOMERIC SEAT SEAL 
DESIGN 



SIZE 
1-1/2 



STYLE JQ-225 



STYLE JO-375 



CROSBY VALVE ft GAGE OX 



fOACDV CROSBY WIVE » GA&fc CU 
UirUODT ,WRENTHAM t MAS& 02093 



DRAWING 
TITLE 



PRESSURE REUEF DEVICE 
FOR CHLORINE SERVICE 



DRAWING 
NO. 



H-50155 



REV. 
H 



